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Ordinance No. 134 


' WARRENTON, ORE. 


Should the water rent not be paid 
on or before the 15th day of the month 
a penalty of $ .50 will be attached and 
in the event that the water should 
be turned off a fee of $1.00 will be 
charged for turning it on again. 


} This Book is the Property of 
the City of Warrenton and 
Must be Preservd by the 
Water Users. 


ORDINANCE NUMBER 13A 


An Ordinance establishing the Rules 
and Regulations for the Water De- 
partment of the City of Warrenton, 
and all points served by the city 
water department outside of the city 
limits of the City of Warrenton; 
fixing and determining rates to be 

_ charging for services rendered by the 
water department, and providing a 
penalty for the violation of any of 
the terms and conditions cf this 
ordinance and declaring an emer- 
gency. 

The City of Warrenton does ordain 
as follows: 

Section 1. 

Applications for the use of water 
must be made on printed forms, to be 
furnished by the Water Office signed 
by the owner,-lessee, or agent and 
the applicant must state fully and 
truly all purposes for which the water 
may be required, and must agree to 
conform to the rules and regulations 
as conditioned for the use of water. 


Section 2. 

Any person supplied with water 
from the City main will not be enti- 
tled to use it for any purpose other 
than stated in his, her or their appli- 
eation, or to supply in any way other 
persons or families not mentioned in 
the said application. 

Section 3. 


Should the owner, lessee or agent 

the premises desire an additional 
faucet or fixture, for any purpose not 
stated in the original application, a 
new application must first be made 
and a permit obtained at the Water 
Office, when a permit for renewal of 
change of service is granted. The 
Water Superintendent must shut off 
and disconnect the old service at the 
main. 

Section 4. 

When permission has been granted 
for an introduction of water a water 
cock or tap shall be inserted in the 
main. For dwellings of ordinary size 
or any building requiring family serv- 
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ice the tap will be 5-inch in diameter 
and shall be installed by an employee 
of the Water System, and shall con- 
nect with a %4-inch galvanized service 
pipe which shall extend from the tap 
in the main to the property line, each 
service line shall be supplied with a 
stop-cock or curb-cock of approved 
type and material approved by the 
City, and shall be placed in a position 
which shall be designated by the 
Water Superintendent. 

All connections, curb cocks and 
pipes which may be used from the tap 
to the property lines will remain the 
property of the City. and it shall be 
unlawful for any person to interfere 
therewith. The charge for the tap- 
ping including material used shall be 
Ten Dollars ($10.00), payable to the 
City Auditcr at the time the applica- 
tion is filed. Any tap applied for 
which is to be larger than the original 
5g-inch service tap must be approved 
by the Water Superintendent and spe- 
cial rates granted by the Commission. 
At no time shall the Water Superin- 
tendent or an employee of the Water 
Department insert a tap until the ap- 
plicant shall have filed his applica- 
tion in the Water Office. 


Section 5. 

Service pipes within the premises 
throughout its entire length from the 
curb cock must be kept in repair and 
protected from freezing at the ex- 
pense of the owner, lessee or agent, 
who must be responsible for all dam- 
ages resulting from leaks or breaks, 
and the water will be shut off from 
those who fail to repair such lines, 
when notified by the Water Superin- 
tendent. A stop and curb cock pro- 
tection from frest must in all cases 
be placed in a convenient location by 
which the pipe in the building may 
be drained at night or when the ten- 
ants are absent in freezing weather. 
If the building is not provided with a 
basement, stop and curb cocks must 
be placed near the outside wall. 
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Section 6. 

Should it be desirous to discontinue 
the use of water for any special pur- 
pose whether bathtub, water closet, or 
other fixtures or by hose connections 
for yard or sidewalk sprinkling, win- 
dow or porch washing, or for any 
other purpose the branch pipe supply- 
ing water for fixtures not used must 
be disconnected and stopped with a 
metallic plug or cap, and all faucets or 
hose connections must be properly 
sealed, and notice given at the Water 
Office before any reduction will be 
made in rates. 


Section 7. 


Should it be desirous to discontinue 
the use of all water supplied to the 
premises for a period of not less than 
One (1) month notice in writing must 
be given and payment of all arrears 
(if any there be) made at the Water 
Office. The water will then be turned 
off and turned on again on application 
without charge, but not+*remission of 
rates will be made for a period of 
less than One (1) month, or without 
notice as prescribed in this section. 


Section 8. 


“Service pipes must be so arranged 
that a supply to each separate house 
or premises may be controlled by sep- 
arate stop cocks placed near the curb 
or property lines, and one person musi 
pay for all the water used for his or 
her own use, or for the use of others 
to whom it may be accessible. Here- 
after a separate service direct to the 
tap in the main will be required for 
each house that is to be supplied with 
water, provided that when there are 
two (2) houses on one lot, the service 
may be divided at the curb and sep- 
arate stop cocks provided for each 
place to be supplied, the owner, lessee 
or agent to pay the cost of extra ma- 
terial, if any, to be used by the Water 
Superintendent in putting in service in 
this manner. 


4 


Section 9. 

Where water is now _ supplied 
through one service to several houses 
or families the Water Superintendent 
may at his discretion either decline to 
furnish the water until separate serv- 
ice is provided or may continue the 
supply on the condition that one per- 
son shall pay for all the water sup- 
plied for the several houses or dwell- 
ings. 

Section 10. 


Water will not be furnished where 
there are defective or leaky faucets 
or other fixtures, or where there are 
toilets or urinals without self-closing 
valves, or tanks without self-acting 
float valves, and when such may be 
discovered the water supply will be 
withdrawn if repairs are not made up- 
on notification by the Water Superin- 
tendent. In order to prevent freezing 
water must not be allowed to run to 
waste through any faucet or fixture 
nor shall it be kept running at any 
time longer than it is absolutely nec- 
essary in its proper use. 

Section 11. 


No plumber or any person will be 
allowed to make connections with the 
City main or to make alterations in 
any conduit, pipe or other fixture con- 
nected therewith, or to connect the 
pipes when they have been disconnect- 
ed or to turn water off on the prem- 
ises without the written consent of 
the Water Superintendent 


Section 12. 


The water may at any time be shut 
- off at the main or in any service line 
between the property line and the 
.main, without notice, for repairs or 
other necessary purposes and the City 
of Warrenton shall not be held respon- 
sible for damages on account thereof. 
Water for a steam boiler for power 
purposes will not be furnished by di- 
rect pressure from the City main. 
Tanks for holding an ample supply 
and (or) reserve of water shall be 
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provided by the owners of the boilers. 
While water is temporarily shut off 
from the mains the hot water faucets 
should be kept open by the occupants 
of the premises, to allow the steam to 
escape from the water heaters. 


Section 13. 

The Water Superintendent or his 
agents may have free access at prop- 
er hours to all parts of the buildings 
and premises into which the water 
may be delivered from the City mains, 
for the purpose of inspecting the con- 
dition of the pipes, fixtures (meters 
if any) and the manner in which the 
water is used. 


Section 14. 

All persons intending to use water 
through hose for sprinkling or other- 
wise must first file a written applica- 
tion in the Water Office before com- 
mencing to so use the water. The 
annual charge for sprinkling is the 
sum of Two Dollars ($2.00) and shall 
be paid at the time of the applicant 
filing his application in the Water 
Office. 

The right to cancel all applications 
or to refuse the use of water for 
sprinkling purposes is reserved by the 
City Commission. Street sprinkling 
by hose is absolutely forbidden, short- 
age of water or a refusal to comply 
with the rules and regulations con- 
cerning the use of water shall be 
deemed sufficient reason for the re- 
fusal to furnish water. 


Section 15. 

Pipes only to be used in case of fire 
will be allowed within buildings on 
the following conditions: Fire protec- - 
tion pipes must be entirely discon- 
nected from those used for any other 
purposes. The City Commission may 
require a meter of an approved pat- 
tern to be furnished, installed and 
maintained by the owner, lessee or 
agent thereof, and all connections 
thereto must be made by the Water 
Superintendent in the same manner as 
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all the other connections and the 
charge therefor will be the actual cost 
of labor and material furnished. 


Section 16. 


The Water Superintendent is here- 
by authorized to furnish water to 
places outside of the City boundaries 
in all cases where it will not affect the 
City water supply, and to charge there- 
for the rates fixed by this Ordinance. 


Section 17. 


The Water Superintendent shall 
have the right at any time to attach 
a meter to, or to detach a meter from 
any service pipe and such a place only 
as he shall deem best, or as may be 
ordered by the City Commission; and 
where water is supplied through me- 
ters to charge for the quantity of wa- 
ter used or measured at the regular 
established meter rates in this Ordin- 
ance, and whenever a meter gets out 
of order and fails to register accurate- 
ly the charge shall be according to 
the average quantity used daily as 
shown by the meter during the pre- 
ceding month or months. 

All meters except such as are fur- 
nished by the water users shall be 
and remain the property of the City, 
and may be removed at any time the 
Water Superintendent may desire to 
do so. 

Section 18. 


It shall be the duty of each and 
every plumber or other person to 
make a report in writing, and to file a 
written report of all connections, at- 
tachments and extensions as_ shall 
hereafter be made by him, said report 
shall be made within three (3) days 
after the same shall have completed, 
giving the location of the premises, 
name of the owner, number of ftau- 
cets, bath tubs, toilets, fountains, hose 
and other connections with the mains 
and pipes of the water system. 

Consumers are hereby prohibited 
from causing or permitting water to 
run or to be discharged through pipes 
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or faucets in any house, building or 
lot, owned or occupied by such con- 
sumer in excess of the quantity actu- 
ally necessary for domestic sprinkling 
or other lawful purposes, and it shall 
be the duty of any person to whom 
water is supplied by the City of War- 
renton, to notify the Water Superin- 
tendent of any break or leak in anv 
fixture or water service pipe in such 
house, building or on any lot or prop- 
erty. Tinkering with water hydrants . 
or the removal of any fire plugs is 
hereby prohibited. 


Section 19. 


The foregoing rules and regulations 
must be strictly complied with in ev- 
ery instance and the water rent must 
be paid in advance on or before the 
tenth day of each and every month in 
accordance with the schedule of wa- 
ter rates hereinafter specified, all 
former rules and regulations in con- 
flict herewith are hereby repealed. 


my Co HOUSES 2.2. ee Special Rates 
oOccors, Ofticess2 Sek ee a ee $1.00 
MeL ye SRAteS, et ee eee. 1525 


Family rates with toilet and bath 1.75 

Family rates, each additional family 
same as first family. 

Fire protection, fire hydrants, 

OUCH 4 vei ort her ay Special Rates 
Miing CIStOrnS: 2.6. Special Rates 
Hose connections for sprinkling 

space 50x100 including space 

occupied by building is govern- 

ed by Section 14 and is................ 

| UP Ee EL eet Ee pererrerey $2.50 for each year 
Hotels in addition of family rate. 1.25 


Hach room of one bed only............ 10 
Hach additional room............-2:.....-- 10 
WMPLUNGTICS -\lessssee lees eee Special Rates 


Machine’ Shop’ -.2.-4.2-2--... Special Rates 
Offices, Banks, etc........... Special Rates 
Photo Galleries __.............- Special Rates 
Printing-Officés) {8.29 a 22S. 1.25 


Public Halls and Theatres.............. 
rt OED PPD Cans rca sa nS Rae Special Rates 
Plumbing Shops  =.-.-.-.-----2.....-- 260) 1,25 
Restaurants and Lunch Counters 


Special Rates 


S GChHOOIS2 fk- Aan. eee tio Special Rates 
Sash and door factories..Special Rates 
Soda. MOUMtal Sis aetna ee ees = 1.25 


Settling earth in trenches_............ 
ee ree ee ee Special Rates 


Stores, grocery, hardware stores, 


OE Ce aa ae ee te se ee See 1.25 
Molesraply OlllCOSs... sce eee ae 125: 
Umndertakers os see eee ee aee 1.25 


These rates are subject to change by 
vote of the Commissioners and the 
said Commission reserves the right to 
revise or repeal or amend the Rules 
and Regulations for the water users 
and the schedule of water rates. 

Should the water rent not be paid 
on or before the 15th day of the month 
a penalty of $ .50 will be attached and 
in the event that the water should 
be turned off a fee of $1.00 will be 
charged for turning it on again. 


SCHEDULE OF WATER RATES 
Meter Rates 

First 5,000 gal., 20c per 1,000 gal. 

Next 10,000 gal., 18¢ per 1,000 gal. 

Next 20,000 gal., 15¢ per 1,000 gal. 

lic per 1,000 gal. up to 100,000 gal. 
All over 100,000 gal., 9¢ per 1,000 gal. 

Where apartment house is metered 
there shall be minimum charge of 


$1.00 per apartment. 
Property holders will be held re- 


sponsible for water rates and not the 
tenant. 


Bakeries’ 55. 45.28 Special Rate 
SLOPES eee. t cet e. 24s ee he coe $1.25 
Barber shop—one chair.................. 1.25 
Barber, each additional chair........ 25 
Baths tase or es 50 
Bath tubs, each additional tub___.. .25 
Bath tubsspunlic s.. ces wast. ke. 1.00 


Bath tubs, each additional tub... 1.00 
Bath tub in barber shop and bath 1.50 


Blacksmith is ho pps ane ee 1.25 
Bookbinders ss yee Special Rates 
Bowling alleys ................ Special Rates 


Boarding houses, in addition to 
TAMIL VCP ALG ty. oie es ae ee es 1.00 
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Each room for each bed 


Building purposes, per M brick... .10 
Building purposes for plastering 


DEraLOO Sy dire ates Ps), 10 
Building purposes, stone, perch... .10 
Building purposes, wetting each 

parrel of Cement...) 22. 10 
Building purposes, wetting per 

BeoOOy ewes Make WE oe .30 
isutcher shops 4..:........... Special Rates 
Ovtline works <...-..<..5 Special Rates 
Cigar manufacturers, six persons 

OTrOS 9.02215. 05. Sea Ie. te 1.25 
MeDOV5 8 fet St Special Rates 
Confectionery and ice cream man- 

Bre CCUTCT Spee ese eee Special Rates 
Churches without toilets... ree. 
Gary buildings ........2....4.- Special Rates 
County buildings ............ Special Rates 


County houses and lunch rooms 
Agee ee Se Special Rates 


merical NOlmiCeGS 4.122545. ee ey ee 1.25 
Dental offices with water motor.. 2.50 
PENIS ES TOTOS 60s oF ok eee eee eee 1.25 


Any person or corporation using wa- 
ter and not coming under the Sched- 
ule of Water Rates will be placed in 
a special rate class and water charge 
will be fixed by the Commission. 

Inasmuch as the objects to be ob- 
tained by this Ordinance will be of 
great benefit to the people of the 
City of Warrenton and there exists 
and is an urgent necessity that this 
Ordinance should take effect as soon 
as possible so that the health, peace 
and safety of the people of the City 
of Warrenton may be preserved, an 
emergency is hereby declared to exist 
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and this Ordinance therefore shal] 
take effect when approved by the at- 
firmative vote of Two (2) members 
of the Commission of the City of War- 
renton, and this Ordinance shall then 
be in full force and operative imme- 
diately after its passage and approval 
by the Mayor of the City of Warren- 
ton. 

Passed the Commissioners of the 
City of Warrenton this 27th day of 
March, A. D. 1923. 

Approved by the Mayor this 27th 
day of March, A. D. 1923. 

W. N. FRANCIS, 
Mayor of the City of Warrenton. 
Attest; 

SIDNEY CAMPBELL, 

Auditor and Police Judge. 
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